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PHOTOELECTRIC SENSITIZATION OF ALKALI SURFACES 
BY MEANS OF ELECTRIC DISCHARGES 
IN WATER VAPOR* 


I. IntTRopucTION 


1. Photoelectric Research at the University of Illinois Since 1909. 
—Since the discovery by Elster and Geitel (1890), that layers of alkali 
metals in a vacuum when subjected to light release negative electricity 
more abundantly than metals of other groups, much research work has 
been done in developing light-sensitive tubes. Early in this develop- 
ment contributions were made at the University of Illinois which 
later led to significant developments in the direction of scientific 
and engineering applications of photoelectric tubes. 


2. Applications of Photoelectric Tubes for Scientific and Engineer- 
ing Purposes—Apart from the scientific importance of photoelectric 
phenomena the study of which, since the early discoveries by Hertz 
and Hallwachs (1887), developed into a vast branch of physics, many 
practical applications of these phenomena were made possible as a 
result of the investigation of this interrelation between electricity and 
light. Precision photometry of light sources, automatic control of 
electrical apparatus and of industrial processes by means of light, 
transmission of pictures over distances with or without wires, sound 
motion pictures, and television were the direct outcome of this new 
knowledge. From the engineering standpoint the basic significance of 
photoelectricity consisted in the possibility of transforming light 
energy into electrical energy. A new task presented itself with the 
far-reaching problem of making this transformation more efficiently 
and on a larger scale than previously had been accomplished. 


3. Sensitization of Photoelectric Surfaces and Its Fundamental 
Importance —It is known that metals and their compounds are all 
more or less photosensitive, i.e., they will emit electrons under the 
influence of light, this phenomenon depending upon the frequency and 
intensity of the source. Search for photoelectrically sensitive materials 
did not lead to any considerable gains in the efficiency of the electron 
emission. It was found necessary to devise processes of treating the 
surfaces of these materials in order to increase their photosensitivity 


to any considerable extent. Such processes of “nhoto-sensitization” 


*A brief preliminary communication was published in Phys. Rev., Vol. 57, 1940, p. 565. 
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have become important in the development of photoelectric tubes. 
These processes had always as their object the formation of a film of 
molecular dimensions which would so modify the surface and decrease 
its work function as to increase the output of electrons. 


4. Purpose of Investigation—The purpose of this investigation 
was to develop an efficient method of sensitization of surfaces of alkali 
metals by means of electric discharges in water vapor. This work 
was a continuation of long years of effort directed towards the im- 
provement of photoelectric tubes. 


5. Acknowledgments —This investigation has been carried on as 
part of the work of the Engineering Experiment Station in coopera- 
tion with the Department of Physics under the general administrative 
direction of Dran M. L. Enaer, Director of the Engineering Experi- 
ment Station, Pror. Exuery B. Parne, Head.of the Department of 
Electrical Engineering of the College of Engineering, and Pror. F. W. 
Loomis, Head of the Department of Physics. For encouragement and 
financial aid given this investigation acknowledgment is due DEAN 
R. D. CarmicHart of the Graduate School and Pror. JomL STEBBINS, 
Director of the Washburn Observatory, Madison, Wisconsin. Ac- 
knowledgment is also made of the able service rendered by L. R. 
Broom, Research Assistant, and R. N. WaGGcENER in the final stage of 
the investigation. 


II. Aromic HyproGEN As A Factor IN SENSITIZATION 


6. The Effect of Discharges in Molecular Hydrogen—One of the 
well-known methods of sensitizing alkali surfaces was devised by 
Elster and Geitel* and further improved by Kunz and Stebbins,} and 
others. It consists in depositing within an evacuated glass bulb, part 
of which is coated with a conductive film of silver, a layer of pure 
alkali metal, and introducing molecular hydrogen at a pressure of 2 
to 3mm. Hg. No reaction takes place between the gas and the alkali 
surface until a potential of about 300 volts is applied with the alkali 
layer as one electrode and a loop of silver wire as the other (++). 
Due to the discharge which is produced the surface of the alkali layer 
is modified. This change in the surface is usually accompanied by an 
increase in sensitivity depending upon the duration and current 
density of the discharge. The nature of the modification taking place 
is not well known. It is assumed that a layer of alkali hydride is 


*J. Elster and H. Geitel, Phys. Zeits., Vol. 11, 1910, p. 260. 
tJakob Kunz and Joel Stebbins, Phys. Rev., Vol. 7, 1916, pp. 62-65. 
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formed, and that alkali metal in an extremely subdivided colloidal 
form is imbedded on the surface of the alkali hydride. The appearance 
of irridescent coloring of the newly-formed surface is regarded as a 
proof that an alkali colloid is present. 


7. The Effect of Purifying Molecular Hydrogen—Many of the 
attempts which were made to increase the photosensitivity of alkali 
surfaces were centered about the purification of the materials which 
were applied as sensitive layers and of the gas used for sensitizing. 
While the purification of the alkali metals by repeated distillation 
gave positive results, the results obtained by the purification of 
hydrogen were uncertain. No definite increase in sensitivity was ob- 
tained by trying extreme purification of hydrogen. However, when 
the purification consisted in drying the hydrogen the sensitivities were 
always reduced. The discharge changed in appearance, becoming gray 
in color. 


8. The Production of Atomic Hydrogen by Electric Discharges in 
Water Vapor.—In the course of these researches the experiments with 
dry hydrogen coincided with an investigation of means of producing 
beams of atomic hydrogen. It was found, in agreement with Wood’s 
observation,* that discharges in extremely dry hydrogen when ob- 
served through a spectroscope gave only slight indications of the three 
principal Balmer lines characteristic of atomic hydrogen. Only by add- 
ing considerable amounts of water vapor could the concentration of 
atomic hydrogen, as indicated by the intensity of the Balmer spectrum, 
be increased. By inference it appeared probable that the main source 
of atomic hydrogen was the dissociation of water vapor by electrical 
discharges. Further, it was concluded that it was the atomic hydrogen 
which was of chief importance in the process of photosensitizing the 
alkali surfaces. Consequently a series of experiments was made with 
the object of sensitizing photoelectric tubes by means of mixtures of 
H, and H,O vapor. 


9. Sensitization of Potassium Layers by Means of Discharges in 
Mixtures of H, and H.O Vapor.+—In Fig. 1 is shown the apparatus 
which was used for the sensitization of potassium photoelectric tubes. 
The photoelectric tube A, whose silvered part B was covered with a 
thin layer of potassium, was connected either to the hydrogen source 
D by means of stopcocks C, E, and F, or to the water source contained 
in a trap G through stopcocks H. A discharge tube J connected to a 


*R. W. Wood, Proc. Royal Soc., A97, 1920, p. 470. 
tA brief preliminary communication was published in the J.0.S.A., Vol. 27, 1937, pp. 224 and 
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Fig. 1. APPARATUS FoR SENSITIZATION OF PorasstuM LAYERS WITH 
DiscHarcEes In Mixtures or H2 anp H20 Vapor 


spark coil J served to indicate the character of the discharge and also 
the degree of vacuum. The entire glass system was connected to a 
mercury diffusion pump through stopcocks K. The water in trap G 
was frozen to the temperature of liquid air and the system evacuated 
by opening all stopcocks excepting Ff. All stopcocks were then closed 
and a small portion of H, was introduced into the trap G by allowing 
the gas to enter through stopcocks F and LZ and to bubble through the 
water, which had been allowed to return to room temperature. This 
mixture was passed through stopcock H into reservoir M. By closing 
H and L and opening EH the pressure of the mixture of H.,O vapor and 
H, could be reduced so that a potential of 600 volts would be necessary 
to break it down. As soon as the stopcock C was opened to introduce 
the mixture into the cell A, the switches N and V were closed; a pink- 
ish discharge then occurred between the electrodes B and P. This 
discharge was continued for 10 seconds. The stopcocks C, H, and K 
were next opened to the pump and the cell was evacuated. The sensi- 
tivity was then measured with the galvanometer Q by permitting light 
from a source R to enter into the cell, opening the shunting switch V, 
and adjusting the battery S to 90 volts. A 20 000-ohm ballast resistor 
T served to limit the current of the discharge. The procedure was 
repeated two or three times until a maximum sensitivity was obtained. 


10. Photoelectric Tubes Sensitized by Discharges in Mixtures of 
H, and HO Vapor._—Photoelectric tubes prepared by sensitizing potas- 
sium layers with mixtures of H, and H.O vapors showed increases in 
sensitivity of from eight to ten times the sensitivity of photoelectric 
tubes prepared by the usual procedure of discharges in dry hydrogen. 
However, the sensitivity decayed gradually, approaching after a few 


1 ee 
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weeks a value which was still about three times the sensitivity of 
tubes made by the usual methods. 


11. The Role of H, in Mixtures of H. and H,O Vapor—A study 
of discharges in mixtures of H. and H.O vapor has shown that the 
Balmer lines became more intense with a decrease of the partial pres- 
sure of H,. The question then arose as to the role of H, in the dis- 
charge of the mixture. It surely did little to contribute to the produc- 
tion of atomic hydrogen. It was shown that the breakdown potential 
depended to a marked extent upon the amount of hydrogen present. 
The increase of breakdown potential with the decrease in H, content 
in the mixture became considerably greater when the H, was reduced 
to an almost immeasurable pressure. The idea suggested itself that H. 
must have acted as a neutral gas in the photoelectric tube, which acted 
only to reduce the breakdown voltage. In order to test this idea it 
was necessary to carry out experiments with H.O mixed with a neutral 
gas so inert that in no way could a reaction take place between the 
potassium and the gas. 


12. Photoelectric Tubes Sensitized by Discharges in Mixtures of 
Helium and H.O Vapor.—With the purpose mentioned in the con- 
cluding sentence of the previous paragraph in view the arrangement 
of apparatus in Fig. 1 was used, with the exception that the bulb D of 
hydrogen was replaced by a similar bulb filled with helium. Exactly 
the same procedure as was described in Section 9 was followed in 
sensitizing a potassium photoelectric tube with discharges in mixtures 
of helium gas and water vapor. Increases in sensitivity were observed 
similar to those that had been previously obtained using H, instead of 
helium. Observations of the tubes over a period of a few weeks 
showed similar characteristics in rates of decline, maximum sensitivi- 
ties, ete. This experiment proved that the presence of molecular hydro- 
gen in the sensitizing discharge was not an essential factor in the 
process of formation of a photosensitive surface upon the potassium 
layer. Moreover, it appeared certain that it was the dissociation 
products of water vapor that were essential in the sensitization process. 


III. SensiTizATION BY MeEANs oF BEAMS RESULTING FROM 
THE DISSOCIATION OF WATER VAPOR 


13. Method of Producing Atomic Hydrogen by Electric Discharges 
in Pure Water Vapor—tTreating alkali surfaces by discharges in an 
atmosphere of water vapor, as described in the previous chapter, had 
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Fic. 2. APPARATUS For PropucTION oF BEAMS oF DISSOCIATED WATER VAPOR AND 
FoR MEASUREMENT OF RELATIVE CONCENTRATION OF ATOMIC HyDROGEN 


the disadvantage that within the short time of less than a minute the 
process of sensitization was completed. This time was too short for 
proper observation and measurements. The method of causing beams 
of dissociated water vapor to impinge upon potassium surfaces was 
therefore applied, so that gradual changes of sensitivity could be 
observed during longer periods of time and a better control could 
be maintained over the discharge. The entire apparatus involved 
consisted of three parts, a source of beams of dissociated water 


vapor, a high vacuum pump, and a beam receiving and distributing 
apparatus. 


14. Source of Beams of Dissociated Water Vapor—The glass 
system which served as a source of the beams is shown in Fig. 2. Pure 
distilled water, introduced into the appendices A and B through side 
tubes S and T and outgassed by distillation, was kept at a constant 
temperature below the freezing point by an alcohol bath contained 
in Dewar flasks C and D. The temperature of the bath was controlled 
by addition of liquid air or warm alcohol. This made it possible to 
produce within the system an atmosphere of water vapor of any 
desired constant pressure. The ice in the appendices supplied the 
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water vapor to the discharge tube proper, which consisted of two 
electrode chambers H and F and the adjacent U-shaped discharge 
tube G. Each electrode chamber had a tube, H and I, protruding 
through cylindrical aluminum electrodes, J and K, in such a way that 
the disintegration products of the metal electrodes would be deposited 
on the glass walls of the electrode chambers and never reach the main 
discharge tube G. In this way also the recombination of atomic 
hydrogen near the electrodes was greatly decreased. The U-shaped 
discharge tube G, whose inner diameter was 0.8 cm. and whose total 
length was 70 cm., had an opening L at the bend into which a pair 
of glass rods M were cemented so as to form a slit N, 3 mm. in 
height and 0.03 mm. in width. The glass cylinder O was sealed 
on one side to the outer wall of the U-shaped discharge tube, and 
opened at the other side to fit the outlet R of the high vacuum 
pump. For initial evacuation a connecting tube P was provided lead- 
ing to the forepump. The potential applied to the discharge electrodes 
J and K was controlled by means of a high voltage transformer W 
whose primary was regulated by means of a Variac type of voltage 
regulator X, so that any voltage from 0 to 15 000 could be obtained 
from the secondary by gradually changing the voltage input of the 
primary from 0 to 110. The current through the discharge tube was 
measured by means of a copper oxide a.c.-type voltmeter Y connected 
across a resistor Z in series with the discharge electrodes J and K. 
The maximum current (24 ma.) at which this discharge tube was 
operated corresponded to a current density of 30 ma. per sq. cm. For 
current densities above 15 ma. per sq. cm. air cooling from a fan was 
applied. 

A more powerful type of discharge tube for the production of 
beams of dissociated water vapor was also constructed and investi- 
gated. It was designed for high frequency excitation by a quenched 
multiple spark oscillator at 500 kilocycles per second. In order to 
avoid recombination of atomic hydrogen at the metallic surfaces the 
electrodes K and J (Fig. 1) were removed from the discharge chamber. 
They were inserted in water-cooled jackets surrounding the chambers 
F and E. The U tube G also was enclosed in water-cooled glass 
tubing sealed to the discharge tube. Discharge currents up to 80 ma. 
corresponding to a current density of 100 ma. per sq. em. could thus 
be obtained. The high frequency discharges of a deep rose color 
showed intense Balmer lines on a black background—evidence of 
large atomic hydrogen concentration. For quantitative measurements, 
however, the operation of the air-cooled discharge tube energized by 
60 cycles a.c. proved simpler and more reliable. 
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Fig. 3. Beam ReEcEIviNG APPARATUS 


15. Beam Receiving Apparatus—For the purpose of studying the 
effect of beams of dissociated water vapor an apparatus was con- 
structed as shown in Fig. 3. It was designed to fit into the outlet R of 
the high vacuum pump opposite to and in line with the source of beams 
of dissociated water vapor. It was in the form of a T-shaped tube, 
one of whose arms A carried a circular silver disk B and was set 
at an angle 120 deg. with that of inlet tube K. The disk was welded 
to a wire C which carried an iron rod D and fitted into two eyelets H 
welded to the lead F. This permitted the disk to be set by means of a 
magnet to any angle desired. The vertical tube G had a cup H sealed 
into its lower end carrying a piece of potassium J inserted through the 
top of tube P. A lead J in the form of a nickel wire was sealed through 
one side of the cup. This lead acted as an anode, while the silver disk 
B acted as a cathode of a photoelectric cell as soon as the potassium I 
was heated and deposited onto the disk B. The tube K could be 
opened or closed by means of a butterfly valve L. The valve was 
made up of a copper disk carried by a supporting rod M which was 
pointed at the base and was free to turn on a smooth horizontal base 
N. The disk L could also be set into any position by means of an iron 
rod O soldered to one face of the disk and actuated by a magnet. 
Either side of the disk B could be coated with a thin potassium layer; 
for this purpose the disk B had to face the potassium cup H. By turn- 
ing the disk through 90 deg. the potassium layer was subjected to a 
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Fic. 4. Aut-Merat Dirrusion Pump witH BEAM SourcE AND RECEIVER OF BEAMS 


beam of dissociated water vapor emerging from the slit of the beam 
source and impinging upon the surface of B whenever the valve L was 


opened. 


16. The Vacuum System.—For the success of the investigation it 
was important that the speed of the pump be as high as possible and 
the vacuum obtainable should be at least 10° mm. Hg. For this purpose 
the principle of a rational design of nozzle as given by Phipps* was 


*Copley, Simpson, Tennay, and Phipps, Rev. of Sc. Instr., Vol. 6, 1935, pp. 265-267. 
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adopted. A metal pump was designed and constructed to which glass 
or metal tubing could be attached by using special stuffing boxes in the 
outlets as described by Garner.* Apiezon B oil was used as the diffu- 
sion liquid. Figure 4 illustrates the pump A with its various outlets. 
Outlet B served as the stuffing box for the beam source C. Outlet D, 
which was of similar construction to B, was used to connect the beam 
receiving apparatus HZ to the pump. Outlets F and G were reserved as 
auxiliary outlets for testing the vacuum; G was used for an ionization 
gauge, and F for a discharge testing tube. A mechanical oil fore- 
pump with a capacity of 30 liters per minute in free air was used for 
obtaining the fore-vacuum. It was capable of reducing the pressure 
to 8x10* mm. Hg. The oil diffusion pump further decreased the 
pressure to 10°° mm. Hg. 


17. Method of Measuring Relative Concentration of Atomic Hydro- 
gen.—Electric discharges in water vapor, when observed through a 
spectroscope, were seen to be accompanied by characteristic spectra 
which sometimes were very complex. It was found that with increase 
of current density, and at definite pressures, the appearance of the 
spectrum became simpler, and was finally reduced to the three prin- 
cipal Balmer lines which grew more intense with current density. The 
method of determining the optimum pressure was as follows. In Fig. 
2 is shown a barrier-type photoelectric cell g, particularly sensitive in 
the red part of the spectrum, inserted in a bakelite cylindrical box 
consisting of two sections b and d closed by a cover a. This box en- 
closed a part of the U-shaped glass tube G used for the production of 
atomic beams, as described in Section 14. The photoelectric cell was 
connected to a galvanometer e which measured the intensity of the 
light radiated by the portion of the U-shaped discharge tube enclosed 
in the box. The sensitive surface of the cell was parallel to the 
U-shaped tube, but for the sake of clarity the U-shaped tube is shown 
in Fig. 2 perpendicular to the cell. The spectrum due to the by- 
products of dissociation O, or OH was relatively of such slight inten- 
sity that it could be regarded as negligible as compared to that of tHe 
principal lines Ha, HB, Hy of atomic hydrogen. Of these lines, Ha 
was the predominant one in brightness, and produced the greater part 
of the photoelectric effect in the cell g. The results of measuring the 
photoelectric current I, as a function of discharge current I, for con- 
stant water vapor pressure were plotted as a family of fourteen curves, 
shown in Fig. 5. Each of the curves was obtained for a definite tem- 
perature of the ice supplying water vapor to the discharge apparatus. 


*Garner, Rev. of Sc. Instr., Vol. 8, 1987, pp. 329-332. 
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Fic. 5. RELATION BETWEEN DISCHARGE CURRENT AND ATOMIC 
HyproGEN CONCENTRATION 


The temperatures indicated at the top of each curve served to deter- 
mine from known tables the corresponding vapor pressures. From 
these curves the relation between photoelectric current J, and water 
vapor pressure p was found for constant discharge current Iq. The 
results, as represented in Fig. 6, show that there is a definite pressure 
within the range of 0.04-0.06 mm. Hg. for each current density which 
produces maximum concentrations of atomic hydrogen. It can also be 
deduced from the curves in Fig. 5 that for the higher values of dis- 
charge currents the atomic concentrations as indicated by the photo- 
electric current are approximately proportional to current density. 
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Fic. 6. ReLvation BerwEEN AToMiIc HyDROGEN CONCENTRATION AND 
Water Vapor PRESSURE 


By means of the method just described it was found that the 
atomic hydrogen concentration as indicated by the intensity of the 
Balmer lines remained constant as long as a continuous flow of water ~ 
vapor was passing the discharge tube G. This condition was sustained 
by steadily removing, by means of the diffusion pump, the products 
of dissociation which emerged from the slit N in form of a beam. As 
soon as the pump was closed the intensity of the Balmer lines started 
to decrease rapidly and numerous bands appeared, increasing in inten- 
sity due to the accumulation of the products of dissociation. ; 


18. Application of Beams of Dissociated Water Vapor to Potas- 
stum Photoelectric Surfaces —The main object of this experimentation 
was to determine whether a beam of dissociated water vapor emerging 
from the outlet of the vacuum pump R, as shown in Fig. 3, and 
impinging upon a potassium layer deposited on the silver electrode 
B, would increase the photoelectric sensitivity of the potassium sur- 
face. The first experiments showed that even before the voltage was 
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applied to the discharge tube acting as a source of water vapor beams, 
the original sensitivity of the potassium surface decreased gradually 
without any apparent reason and reached a steady value after a period 
of about 5 minutes. A potential of about 3000 volts was then applied 
to the beam source, so that 15 ma. passed through the U tube. The 
discharge was of a deep rose color, and showed the Balmer lines very 
clearly. The sensitivity began to increase immediately after the water 
vapor beam was applied to the surface. It reached a maximum of 
sensitivity after 9 minutes; then it gradually decreased. The decrease 
continued regardless of whether or not the beam was interrupted by 
the butterfly valve. These experiments suggested that there were at 
least two factors which affected the photoelectric sensitivity of the 
potassium surfaces. Presumably, the factor that increased the sensi- 
tivity of the potassium surfaces was the action of the products of 
water vapor dissociation, while the factor decreasing the sensitivity 
was a thin film of oil originating from the outlet of the pump. 

In order to check this assumption a baffle H made up of copper 
rings J was introduced into the pump, as shown in the lower portion 
of Fig. 4. This baffle protected the beam from oil all along the axis 
between the slit of the beam source and the inlet into the receiving 
apparatus. With this arrangement it was found that the original 
sensitivity of fresh potassium layers remained constant from the 
moment of deposition, and began to increase immediately upon the 
application of the beam of dissociated water vapor. The sensitivity 
reached a maximum, however, after about 10-12 minutes, and then 
began to decrease, gradually reaching a steady value. A series of 
such experiments served to show that even traces of oil are detrimental 
to the photosensitive surfaces. It was also shown that, although the 
dissociated beam of water vapor increased the sensitivity considerably, 
an upper limit would be reached, depending on the time of application 
and the density of the beam. 


TV. SENSITIZATION BY MEANS oF ELEcTRIC DISCHARGES 
IN PurE WATER VAPOR 


19. Inferences from Water Vapor Beam Experiments——The beam 
experiments supplied the proof that’ the products of the dissociation of 
water vapor, in which atomic hydrogen predominated, could serve the 
purpose of sensitizing potassium layers. They also indicated that the 
maximum sensitivity was dependent upon the deposition of a definite 
number of hydrogen atoms, probably with additions of some oxygen 
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Fic. 7. ARRANGEMENT For SENSITIZING PHOTOELECTRIC TUBES BY MEANS 
or DISCHARGES IN WATER VAPOR 


or other molecules. The practical purpose of this investigation re- 
quired a more direct method of activating alkali surfaces within a 
photoelectric tube. The experiments were, therefore, extended to the 
preparation and sensitization of such tubes, so that optimum condi- 
tions could be determined. 


20. Apparatus for Sensitization of Photoelectric Tubes by Means 
of Discharges in Water Vapor—tThe first experiments in sensitizing 
photoelectric tubes were made with an arrangement shown in Fig. 7. 
The tube C was blown from a bulb 65 mm. in diameter, into which 
two stems A and B were sealed. Stem A carried an inner tube D with 
a cavity H in the upper part, and a nickel ring anode F, 20 mm. 
in diameter, supported on a tungsten seal G connected to a flexible 
copper lead H. The cathode M consisted of a thick potassium layer 
covering the inner wall of the bulb except for a space about 3 em. in 
diameter, which was clear, and served as a window L. The connection 
of the cathode with the lead N was made by means of a narrow plat- 
inum ribbon S whose one end was welded to the tungsten seal O, and 
the other end sealed to the glass wall. The stem B was connected to 
the freezing chambers J; and J, through the constriction Y and a stop- 
cock W. A tube J supplied with a stopcock V connected the photo- 
electric tube C to the high-vacuum oil diffusion pump. 

Comparative measurements of photoelectric sensitivity were made, 
using a hundred-watt nitrogen-filled lamp Q as a source of light, and 
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a standard Kunz potassium photoelectric tube sensitized with molec- 
ular hydrogen, and well evacuated, as described in Section 3. The 
sensitivity of the latter tube was considered as the average for that 
type of treated surface. 


21. Procedure of Sensitization—The procedure of sensitization 
was as follows: Before the cell was sealed to the system the distilled 
water in chamber J, was boiled, and the gases removed by opening 
the stopcocks W and V. For the purpose of further purification the 
stopcocks were closed and the water distilled over from chamber I, 
to I,, the latter being immersed in liquid air. After the water in 
chamber J, froze to ice, purification continued by sublimation until the 
ice had all been transferred to J,. During the process of sublimation 
the stopcocks were occasionally opened to remove nitrogen, oxygen, 
carbon dioxide, and other gases which might have been released from 
the ice. The cell was then sealed onto the system. A piece of potas- 
sium K was introduced through the upper stem B, and the opening X 
was sealed off. The cell was now evacuated with the mechanical fore- 
pump through the stopcock V. When the pressure was reduced to 0.1 
mm. Hg., the high-vacuum pump was joined to the system through the 
same stopcock V. A vigorous torching of the entire cell with a bunsen 
flame followed. This continued for several minutes to rid the glass 
walls of gases. An electric heater Z was introduced into the lower stem 
to heat the cavity and the potassium. After the gas absorbed in the 
potassium was liberated the cell walls were cooled with wet cloths 
while the heating of the cavity continued. As soon as a sufficiently 
thick layer of potassium was deposited to assure positive contact with 
the platinum electrode S, the lower stem heater was removed, and a 
circular window L, 30 mm. in diameter, was cleared of potassium by 
heating this area with a bunsen flame. The cell was pumped for sev- 
eral minutes until all parts were cooled to room temperature. The 
initial sensitivity of the pure potassium layer was so small that it 
was difficult to measure its photo current using a light source at which 
the standard cell gave a deflection of 6x10°° amperes. The necessary 
high degree of evacuation of the cell was tested by ascertaining that 
no discharge could be obtained with an a.c. potential of 15 000 volts 
supplied by a high voltage transformer. Liquid air was then removed 
from the appendix J., the stopcock V was closed, W was opened, and 
the ice permitted to rise in temperature until the vapor pressure in C 
increased sufficiently for a discharge of about 3000 volts to take 
place for a period of a few seconds. The stopcock W was now closed, 
and, by opening the pump stopcock V, the products of dissociation 
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TABLE 1 


RELATION Berweren Time or DiscHARGE AND SENSITIVITY FOR Two DIFFERENT 
Porasstum LAYERS 


Sequence of discharge 0 1 2 3 4 5 6 
Duration of discharge, 

Film a in seconds 0 20.5 25.5 20 25 50 40 
Total time, in seconds 0 20.5 46.0 66 91 141 181 
Sensitivity, amps X 1078 0 6 10.5 15 19.5 21 fe) 
Sequence of discharge 0 1 2 3 4 5 6 
Duration of discharge, 

Film 6 in seconds 0 20 20 20 20 20 20 
Total time, in seconds 0 20 40 60 80 100 120 
Sensitivity, amps X 10-§| 6.0 9 12 15 12 3 3 


were then removed. The sensitivity of the cell by this one treat- 
ment was increased to 9x10-° amperes, which was 50 per cent greater 
than the sensitivity of the standard cell. This process was repeated a 
few times until a maximum of sensitivity of 36x10°° amperes was 
obtained. The current during each discharge fluctuated somewhat. 
The average discharge current, as measured by means of a rectifier 
type of milliammeter, was 3 to 5 ma. Comparing the sensitivity of 
the water-treated cell with that of the Kunz standard cell, the sensi- 
tivity was now six times as great as that of the standard cell. Further 
increase of time of discharge gradually reduced the sensitivity. When 
the sensitivity was reduced to half its maximum value a new potas- 
sium film was deposited by again heating the potassium container. 

With a fresh crystalline potassium layer a new series of observa- 
tions was then made. This time, however, the stopcock V was allowed 
to remain open and the stopcock W was adjusted until a uniform 
discharge in C was obtained. A continuous flow of water vapor was 
thus established, J, supplying fresh water vapor at all times and the 
high-vacuum pump removing water vapor together with the by- 
products of dissociation. The duration of each discharge was meas- 
ured with a watch. This experiment was repeated with another layer 
deposited by distillation on the previous one. The results obtained 
with the two layers are given in Table 1 and plotted in Fig. 8. The 
two curves a and b, although showing distinct maxima, differed in 
shape. In the case of curve a, the duration of the discharge necessary 
to reach the maximum was longer, and the rate of increase in sensi- 
tivity was greater than that needed for curve b. While the maximum 
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Fig. 8. Revation BerTwEeN Duration or DiscHARGE AND 
PHOTOELECTRIC SENSITIVITY 


in the case of curve a was reached in 120 seconds, only 70 seconds 
were required to reach the sensitivity peak in the case of curve b. 

The character of the two curves may be interpreted in the light of 
observations which were made on the variation of atomic hydrogen 
concentration within a discharge tube as a function of time (see Sec- 
tion 17). Curve a corresponds to a condition in which the H concen- 
tration was gradually decreasing during each period of discharge. 
More time was, therefore, required to produce the optimum number 
of H atoms than in the case represented by curve b, when the con- 
centration remained constant during each discharge period. Consider- 
ing the small quantity of H.O vapor consumed in the process of 
sensitization, it follows that the total number of dissociated H atoms 
did not exceed that necessary for the formation of a monomolecular 
layer. 

Results such as these, similar in character, but divergent in abso- 
lute values and rate of change of sensitivity, suggested the need for a 
better control of factors which influence the sensitivity. 


22. Example of Sensitization of a Potassium Photoelectric Tube-— 
The application of a high voltage to the cell during the interval before 
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Fia. 9. ConstrucTION or PHOTOELECTRIC TUBES 


a discharge could take place had the disadvantage of allowing the 
water vapor to react with the potassium before dissociation could 
take place. Further, during the first stage of the discharge, long vis- 
ible streamers reached out from the anode to distinct points on the 
cathode surface, thus concentrating the discharge on very small areas 
and disintegrating them. Another disadvantage consisted in violent 
fluctuations in the current before the electric discharge became uni- 
form. A marked improvement was obtained by modifying the pro- 
cedure as follows. | 
Instead of applying liquid air to the appendix J,, as shown in Fig. 
8, which reduced the temperature of the ice to approximately —190 
deg. C., a Dewar flask containing alcohol at a temperature of —40 to 
—50 deg. C. was used as a cooling fluid to keep the ice at the pre- 
scribed temperature. When the temperature of the ice was stabilized, 
it was possible, by opening the stopcock W and closing the stopcock 
V, to establish a water vapor pressure at which an immediate discharge 
could occur. This modification in the procedure almost completely 
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did away with the disadvantages mentioned in the previous paragraph. 

The type of construction of the cell which was used in investigating 
the methods of sensitization by means of discharges in water vapor 
is shown in Fig. 9. It differed from the cell shown in Fig. 8 in that the 
nickel electrode F was attached to a separate supporting tube B, which 
could be inserted into the cell C through the stem B. 

Of the many potassium surfaces which have been investigated a 
typical example has been chosen to show the relation between the 
dissociating discharge currents passing through the cell and the 
gradual increase of photoelectric sensitivity. The photosensitive layer 
was deposited in the usual manner, by electrically heating and evapo- 
rating a piece of potassium. By cooling the cell a uniform metallic 
surface glittering with tiny crystals was obtained. The photosensi- 
tivity of the surface was measured by observing the current produced 
by a 100-watt nitrogen-filled frosted tungsten lamp fixed at a distance 
of 26.5 cm. In Fig. 10 the sensitivity curve A is plotted. The abscissa 
represents the milliampere-seconds expended during the periods of 
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water vapor dissociation, while the ordinates give in microamperes the 
photoelectric output current I of the cell after each such treatment. 
Previous experiments have shown that the process of sensitization is 
critical. Beyond a certain number of coulombs expended during the 
discharges through water vapor the increasing photoelectric output of 
the surface, having passed through a maximum, begins to decrease 
rapidly. No attempt has been made in this case to reach the maximum. 
Curve B shows the same relation, but with ordinates I/I, representing 
the ratio of photoelectric output currents J after each treatment to the 
original photoelectric current J, of the untreated cell. In this particular 
case a maximum increase in sensitivity was obtained, which exceeded 
about 17 times the sensitivity of the untreated tube. 


23. Example of Sensitization of a Sodium Photoelectric Tube— 
When the construction of the tube and the conditions of treatment 
were left unchanged, but sodium was used as the photosensitive layer 
instead of potassium, similar results were obtained. In Fig. 11 the 
curve for the photoelectric current J as a function of the electrical 
quantity milliampere-seconds served to show that the sensitivity was 
close to a maximum at 100 ma. sec. Comparisons made with corres- 
ponding curves for potassium revealed that, in order to reach a maxi- 
mum of sensitivity, a quantity of electricity was required for potas- 
sium which was nearly twice that necessary for the sensitization of 
sodium. Also the absolute values of sensitivity obtained for potassium 
were usually greater than those for sodium. 

The curves which represent the ratios I/I, in Figs. 10 and 11 were 
plotted for the purpose of showing the relative increases of sensitivity 
following each treatment of the alkali surfaces. The ratios for maxi- 
mum sensitivities were 17 and 22, respectively. They cannot be re- 
garded as typical increases for potassium and sodium over that of the 
initial sensitivities 7,, because the sensitivity J, for an untreated sur- 
face varies from tube to tube. For the same alkali metal the values 
of I, depend upon initial surface conditions of the metal. The latter 
are difficult to control. For two successive untreated surfaces the initial 
sensitivities may differ greatly (from 1.5 to 3 times) from each other. 

Table 2 contains further data in connection with the process of 
sensitizing sodium and potassium photoelectric tubes. 

Greater sensitivities were obtained than shown in the examples 
mentioned. By a modified treatment supplemented by electron bom- 
bardment sensitization factors I/I, of 50 times and greater have been 
obtained whenever optimum conditions were more closely approached. 


28 ILLINOIS ENGINEERING EXPERIMENT STATION 


However, a multiplicity of factors which enter into the process of 
sensitization make optimum conditions difficult to realize. These 
factors will be discussed in a later publication. 


24. Sensitization of Lithium, Rubidium, and Caesium Photoelectric 
Tubes.—Tubes made by depositing a lithium, rubidium, or caesium 
layer, and treated by discharges in water vapor gave similar results. 

The technique required for the preparation of such tubes was 
even more exacting than in the case of potassium and sodium. Pre- 
cautions were taken to exclude complications due to probable forma- 
tion of oil films, and to avoid other possible contaminations of the 
photoelectric surface layers investigated. The deposition of lithium 
layers was made by evaporation of an oblong piece of the metal in a 
vacuum. For this purpose the metal was previously thoroughly cleaned 
and inserted into the helix of a tungsten filament which was then elec- 
trically heated to incandescence. Pure caesium was deposited by 
thermally reducing caesium chloride salt in the presence of calcium 
filings. High-frequency currents were used to heat a nickel cylinder 
containing the mixture. This cylinder was enclosed in a glass appendix 
sealed to the photoelectric tube. 

The construction of the photoelectric rubidium tube was similar to 
that shown in Figs. 7 and 9. The lithium tube, however, differed by 
the addition of a quartz window attached above the top of a pyrex 
cylinder 2.5 cm. in diameter and 3 cm. long. The latter was sealed to 
the bulb at the opening L (Fig. 7) so placed that ultraviolet light from 
a quartz mercury are could illuminate the lithium surface layer. Also, 
for the purpose of avoiding oil contaminations, the all-metal oil 
diffusion pump was replaced by a glass mercury diffusion pump~ 
supplied with an efficient liquid air trap. 

Whichever of the three alkali metals Li, Rb, or Cs was used for 
the formation of a photoelectric layer, the sensitivity of the surface 
depended upon the reaction of water vapor dissociated by the applica- 
tion of electric discharges. When the discharge current was kept 
constant the sensitivity first increased almost linearly with the dura- 
tion of the discharge and then slowed down. Once the peak was reached 
the sensitivity dropped rapidly, and then at a decreasing rate to a 


value which, however, was greater than the sensitivity of the original 
untreated surface. 


25. Sensitivity of Photoelectric Tubes Treated with Dissociated 
Water Vapor.—A great number of factors influence the sensitivity of 
the new photoelectric tubes. Some of the factors have not been suffi- 
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ciently investigated. Others are barely known. It is, therefore, impos- 
sible to give definite values of the photoelectric output for each of the 
surfaces in the alkali group treated by electric discharges in water 
vapor. However, it may be inferred from the experimental data that 
the average increase in output, as compared with the output of the 
untreated surface, is characteristic of each of the alkali metals. 

The increase of the output as expressed by the ratio I/I, may be 
represented by the series K, Na, Li, Rb, Cs arranged in the order of 
diminishing efficiency. Thus, potassium shows the greatest relative 
increase in sensitivity and caesium the least. In all cases white light 
from a standard 115-volt Mazda tungsten bulb was used to obtain the 
ratios. 

The effect of discharges in water vapor could be more easily studied 
on potassium surfaces. Therefore, more data are available for this 
metal than for any other of the alkali group. The output of potassium 
photoelectric tubes, thus treated and thoroughly evacuated, varied 
within wide limits. An output of about 10 microamperes per lumen 
may be regarded as an average value. Compared with the average 
sensitivity of 0.2 microamperes per lumen for the usual hydrogenated 
potassium cell,* the new potassium cells are roughly 50 times more 
sensitive. 


V. R&suME OF INVESTIGATION 


26. Summary.—Photoelectric sensitivities of several alkali surfaces 
obtained by discharges in purified molecular hydrogen were compared 
with sensitivities produced by discharges in mixtures of molecular 
hydrogen and water vapor and also in mixtures of helium and water 
vapor. Spectroscopic observations revealed that increased sensitivities 
followed whenever intense Balmer lines predominated in the spectrum 
of the discharge, thereby indicating the presence of atomic hydrogen. 
Unless mixtures of water vapor were used in the discharge intense 
Balmer lines did not appear. It was realized then that dissociated 
water vapor might be the source of atomic hydrogen and the main 
factor in the process of sensitization. In order to test the correctness 
of this hypothesis, beams of dissociated water vapor were produced 
in a high vacuum and used for bombarding potassium surfaces. A 
gradual increase of photoelectric sensitivity followed by a rapid de- 
crease suggested the formation of a monoatomic gas layer, which, by 
interaction with the alkali surface atoms, set the condition for maxi- 


*yv, K. Zworykin and E. D. Wilson, “Photoelectric Cells and Their Application.’”’? Second 
Edition, p. 88. 
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mum sensitivity. Electric discharges in pure water vapor were then 
applied for the sensitization of Li, Na, K, Rb, and Ce photoelectric 
tubes. Examples of the sensitization of a potassium and of a sodium 
tube, with data, have been given to illustrate the operation of the new 
method. 


27. Results and Conclusions—The results obtained in, and the 
conclusions drawn from, this investigation may be stated as follows: 

(1) Photoelectric sensitization of certain alkali surfaces by means 
of electric discharges in molecular hydrogen mixed with water vapor 
produced more sensitive surfaces than discharges in purified dry Hz. 

(2) The main role of water vapor in a mixture with molecular 
hydrogen is to establish conditions of discharge favorable to the pro- 
duction of atomic hydrogen. 

(3) Experiments with discharges in mixtures of neutral gases 
(helium) and water vapor gave photoelectric sensitivities similar to 
those which were obtained with discharges in mixtures of hydrogen and 
water vapor. 

(4) The role of gases such as hydrogen and helium mixed with 
water vapor is to control the gas pressure and the breakdown potential 
of the discharge. 

(5) A reliable criterion for gas mixtures which are effective in 
sensitization is the intensity of Balmer lines. They serve to indicate 
spectroscopically the abundance of atomic hydregen produced by the 
discharge. 

(6) A method developed for the determination of relative concen- 
tration of atomic hydrogen in dissociated water vapor is given. It 
consists in the measurement of the photoelectric current from a red-” 
sensitive photocell irradiated by the discharge. 

(7) When a pure potassium surface is subjected to a beam of 
dissociated water vapor the photosensitivity increases gradually, 
reaches a maximum, and then decreases rapidly, due to the continuous 
application of the beam. 

(8) A similar phenomenon of increasing and decreasing sensitivity 
is observed on alkali surfaces subjected to a number of successive 
discharges of a definite voltage and current density. 

(9) The results mentioned in (7) and (8) strengthen the view that 
the increase in the sensitivity is due to the formation of a thin film 
of gas of molecular dimensions interacting with the alkali surface. 

(10) The sensitivities of potassium or sodium photoelectric tubes 
sensitized by dissociated water vapor exceed greatly the sensitivities 
of tubes treated with molecular hydrogen. 


PHOTOELECTRIC SENSITIZATION OF ALKALI SURFACES 31 


(11) The new method makes it possible to increase about 50 times 
the photosensitivity of an untreated alkali surface. 

(12) The maximum of sensitivity of a surface is reached when a 
definite quantity of electricity is consumed in dissociating the water 
vapor. The quantity consumed is nearly twice as great for sensitizing 
a potassium surface as for sensitizing a sodium surface. 


28. Expansion of the Investigation—At the very outset of the 
investigation related problems presented themselves for solution, in- 
creasing in number as the work continued. Some of the problems had 
to be attacked at once, others could be left for subsequent stages of 
development. Consequently two plans were developed. The first was 
a general plan embracing a vast field of photoelectric surface phe- 
nomena requiring long years of research. The other was limited to 
what could be realized under the prevailing circumstances, and might 
possibly be applied for engineering purposes. The latter plan contained 
the following seven parallel branches of experimental investigation: 

(a) Photoelectric sensitization of alkali surfaces with electric dis- 
charges in water vapor. 

(b) Improvements in high vacuum technique connected with 
photoelectric work. 

(c) Photoelectric sensitization of alkali surfaces by thermal disso- 
ciation of H, into atomic hydrogen, and by electronic bombardment. 

(d) Photoelectric sensitization of alkali surfaces with electric dis- 
charges in deuterium oxide (heavy water). 

(e) Determining factors in photoelectric sensitization of alkali 
surfaces. 

(f) Spectral sensitivity of new photoelectric cells. 

(g) Characteristics of electric discharges in water vapor and 
hydrogen. 

Much work has been done in each of these directions during the 
last three years. A brief communication on (d), the effect of heavy 
water, was recently published.* 


*J, T. Tykociner and L. R. Bloom, Phys. Rev., Vol. 57, 1940, p. 571. 
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George W. Pickels. 1937. Seventy cents. : ‘ a 

Bulletin No. 297. Ventilation Characteristics of Some Illinois Mines, by Cloyde 
M. Smith. 1937. Seventy cents. 

Bulletin No. 298. Resistance to Heat Checking of Chilled Iron Car Wheels, 
and Strains Developed Under Long-Continued Application of Brake Shoes, by 
Edward C. Schmidt and Herman J. Schrader. 1937. Fifty-five cents. 

_ Bulletin No. 299. Solution of Electrical Networks by Successive Approxima- 
tions, by Laurence L. Smith. 1937. Forty-five cents. 

Circular No. 31. Papers Presented at the Short Course in Coal Utilization, 
Held at the University of Illinois, May 25-27, 1937. 1938. None available. 

Bulletin No. 300. Pressure Losses Resulting from Changes in Cross-Sectional 
Area in Air Ducts, by Alonzo P. Kratz and Julian R. Fellows. 1938. Sixty-five cents. 

Bulletin No. 301. The Friction of Railway Brake Shoes at High Speed and High 
Pressure, by Herman J. Schrader. 1938. Sizty cents. 

Bulletin No. 302. Fatigue Tests of Riveted Joints, by Wilbur M. Wilson and 
Frank P. Thomas. 1938. One dollar. 

Circular No. 32. Two Investigations on Transit Instruments, by William H. 
Rayner. 1938. Twenty-five cents. 

Circular No. 33. Papers Presented at the Twenty-fifth Annual Conference on 
Highway Engineering, Held at the University of Illinois, March 2-4, 1938. 1938. 
None available. 

Bulletin No. 303. Solutions for Certain Rectangular Slabs Continuous Over 
Flexible Supports, by Vernon P. Jensen. 1938. One dollar. 

Bulletin No. 304. A Distribution Procedure for the Analysis of Slabs Continuous 
Over Flexible Beams, by Nathan M. Newmark. 1938. One dollar. 

Circular No. 34. The Chemical Engineering Unit Process—Oxidation, by 
Donald B. Keyes. 1938. Fifty cents. 

Circular No. 35. Factors Involved in Plate Efficiencies for Fractionating 
Columns, by Donald B. Keyes. 1938. Twenty cents. 

Bulletin No. 305. Summer Cooling in the Warm-Air Heating Research Resi- 
dence with Cold Water, by Alonzo P. Kratz, Seichi Konzo, Maurice K. Fahnestock 
and Edwin L. Broderick. 1938. Ninety cents. 

Bulletin No. 306. Investigation of Creep and Fracture of Lead and Lead Alloys 
for Cable Sheathing, by Herbert F. Moore, Bernard B. Betty, and Curtis W. Dollins. 
1938. One dollar. : Pea ; 

Reprint No. 12. Fourth Progress Report of the Joint Investigation of Fissures 
in Railroad Rails, by H. F. Moore. 1938. None available. 

Bulletin No. 307. An Investigation of Rigid Frame Bridges: Part I, Tests of 
Reinforced Concrete Knee Frames and Bakelite Models, by Frank E. Richart, 
Thomas J. Dolan, and Tilford A. Olsen. 1938. Fifty cents. | 

Bulletin No. 308. An Investigation of Rigid Frame Bridges: Part I, Labora- 
tory Tests of Reinforced Concrete Rigid Frame Bridges, by W. M. Wilson, R. W. 
Kluge, and J. V. Coombe. 1938. Highty-five cents. ; : 

Bulletin No. 309. The Effects of Errors or Variations in the Arbitrary Con- 
stants of Simultaneous Equations, by George H. Dell. 1938. Sixty cents. 

Bulletin No. 310. Fatigue Tests of Butt Welds in Structural Steel Plates, by 
W. M. Wilson and A. B. Wilder. 1939. Sixty-five cents. 

Bulletin No. 311. The Surface Tensions of Molten Glass, by Cullen W. 
Parmelee, Kenneth C. Lyon, and Cameron G. Harman. 1939. Fifty-five cents. 


+Copies of the complete list of publications can be obtained without charge by addressing the 
Engineering Experiment Station, Urbana, Il. 
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Bulletin No. 312. An Investigation of Wrought Steel Railway Car Wheels: 
Part I, Tests of Strength Properties of Wrought Steel Car Wheels, by Thomas i oa 
Dolan and Rex L. Brown. 1939. Seventy cents. _ “a ; 

Circular No. 86. A Survey of Sulphur Dioxide Pollution in Chicago and 
Vicinity, by Alamjit D. Singh. 1939. Forty cents. ’ ‘a 

Circular No. 37. Papers Presented at the Second Conference on Air Condition- 
ing, Held at the University of Illinois, March 8-9, 1939. 1939. Fifty cents. .$ 

Circular No. 88. Papers Presented at the Twenty-sixth Annual Conference on 
Highway Engineering, Held at the University of Illinois, March 1-3, 1939. 1939. 
Fifty cents. 

car No. 318. Tests of Plaster-Model Slabs Subjected to Concentrated 
Loads, by Nathan M. Newmark and Henry A. Lepper, Jr. 1939. Sixty cents. 

Bulletin No. 314. Tests of Reinforced Concrete Slabs Subjected to Concen- 
trated Loads, by Frank E. Richart and Ralph W. Kluge. 1939. Highty cents. 

Bulletin No. 315. Moments in Simple Span Bridge Slabs with Stiffened Edges, 
by Vernon P. Jensen. 1939. One dollar. : ‘ 

Bulletin No. 316. The Effect of Range of Stress on the Torsional Fatigue 
Strength of Steel, by James O. Smith. 1939. Forty-five cents. ; 

Bulletin No. 317. Fatigue Tests of Connection Angles, by Wilbur M. Wilson 
and John V. Coombe. 1939. Thirty-five cents. 

Reprint No. 13, First Progress Report of the Joint Investigation of Continuous 
Welded Rail, by H. F. Moore. 1939. Fifteen cents. 

Reprint No. 14. Fifth Progress Report of the Joint Investigation of Fissures in 
Railroad Rails, by H. F. Moore. 1939. Fifteen cents. 

Circular No. 39. Papers Presented at the Fifth Short Course in Coal Utiliza- 
tion, Held at the University of Illinois, May 23-25, 1939. 1939. Fifty cents. 

Reprint No. 16. Stress, Strain, and Structural Damage, by H. F. Moore. 
1939. None available. 

Bulletin No. 318. Investigation of Oil-fired Forced-Air Furnace Systems in 
the Research Residence, by A. P. Kratz and 8. Konzo. 1939. Ninety cents. 

Bulletin No. 319. Laminar Flow of Sludges in Pipes with Special Reference to 
Sewage Sludge, by Harold E. Babbitt and David H. Caldwell. 1939. Sixty-five cents. 

Bulletin No. 320. The Hardenability of Carburizing Steels, by Walter H. — 
Bruckner. 1939. Seventy cents. 

*Bulletin No. 321. Summer Cooling in the Research Residence with a Con- 
densing Unit Operated at Two Capacities, by A. P. Kratz, S. Konzo, M. K. Fahne- 
stock, and E. L. Broderick. 1940. Seventy cents. : 

*Circular No. 40. German-English Glossary for Civil Engineering, by A. A. 
Brielmaier. 1940. Fifty cents. 

*Bulletin No. 322. An Investigation of Rigid Frame Bridges: Part III, Tests 
of Structural Hinges of Reinforced Concrete, by Ralph W. Kluge. 1940. Forty cents. 

*Circular No. 41. Papers Presented at the Twenty-seventh Annual Conference,~ 
rata nae Engineering, Held at the University of Illinois March 6-8, 1940. 1940. 

‘ifty cents. 

Reprint No. 16. Sixth Progress Report of the Joint Investigation of Fissures in 
Railroad Rails, by H. F. Moore. 1940. Fifteen cents. 

_ “Reprint No. 17. Second Progress Report of the Joint Investigation of Con- 
tinuous Welded Rail, by H. F. Moore, H. R. Thomas, and R. E. Cramer. 1940. 
Fifteen cents. 

*Reprint No. 18. English Engineering Units and Their Dimensions, by E.,W. 
Comings. 1940. Fifteen cents. 

*Reprint No. 19. Electro-organic Chemical Preparations, Part II, by Sherlock 
Swann, Jr. 1940. Thirty cents. 

*Reprint No. 20. New Trends in Boiler Feed Water Treatment, by F. G. Straub. 
ba afteen cents. 

ulletin No. 828. Turbulent Flow of Sludges in Pipes, by H. E. Babbitt. an 
D. H. Caldwell. 1940. Forty-five cents. 2 yea — 

*Bulletin No. 324. The Recovery of Sulphur Dioxide from Dilute Waste Gases 
by Chemical Regeneration of the Absorbent, by H. F. Johnstone and A. D. Singh. 
1940. One dollar. 

*Bulletin No. 325. Photoelectric Sensitization of Alkali Surfaces by Means of 
Electric Discharges in Water Vapor, by J. T. Tykociner, Jacob Kunz, and L. P. 
Garner. 1940. Forty cents. 


*A limited number of copies of bulletins starred are available for free distribution. 


